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LESSON TOPIC 5-1-5

PROGRAMMED   INSTRUCTION
REMOVING  AND   REPLACING   LINE   REPLACEABLE   UNITS

INTRODUCTION

The maintenance performed on naval aircraft and associated avionic sys-
tems   involves the removal and installation of the so-called "black
boxes."

As in all maintenance tasks, there are step-by-step procedures as well
as numerous safety precautions that must be observed before, during,
and after removal or installation of major units/assemblies.

Failure to comply with the procedures that are provided in the mainte-
nance instruction manual  (MIM)  for a particular system can result
in damages to a system, an aircraft, or associated support equipment.
More serious than equipment damage/ short cuts around a step
or two in maintenance procedures could cause injury or death to air-
crewmen and ground-support personnel.

1. The technicians first step in preparation for
on a malfunction, in an avionics system that in-
volves the removal or installation of a major unit,
is to check the maintenance instruction manual (HIM)
for the system. aircraft, other equipment and personnel are minimized.
